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തിരുവനന്തപുരം, ചൊവ 


നമ്പർ 


PART III 


Stores Purchase 


Technical Education Department 


RE -SHORT TENDER NOTICE 


to 3 p my Order on 


7th June 2012 


No . A1/1734 /2010 . 

Sealed tenders are invited for the supply of 
Equipments to Electronics and Instrumentation Department 
of Government Polytechnic College, Cherthala . 

Tender No . - A1 (T )/3/2010 . 


Estimated Amount - 3,78 ,500 . 
Cost of tender form : 

Original — 800 + 4 % VAT. 

Duplicate — 400 + 4 % VAT. 
Last date and time of sale of tender form — 28 -7 - 2011 , 
11 a . m . 

Last date and time of receipt of tenders — 28 - 7 - 2011, 
3 p . m . 

Date and time of opening of tenders — 30 -7 -2011 , 
11 a . m . 

Those who require tender forms by Registered Post 
should send 50 extra for each tender besides the cost of 
tender forms by Money Order to the undersigned which 
should be received on or before 23 - 7 - 2011 , 3 p . m . 

Tender forms can be had from the office of the 


Principal, Government Polytechnic College, Cherthala , 
Alappuzha -688 539 , Kerala on cash remittance as above or 
by Money Order on all working days between 10 a . m . 
to 3 p . m . Money Order up to 23- 7 - 2011 , 3 p . m .. The 
tender should be superscribed with Tender Number and 
date. Cheques, Postage Stamps, Drafts etc . will not be 
accepted towards the cost of the tender forms. The 
tender forms are not transferable. 

As per the tender conditions, the tenderer should 
send along with his tender an agreement executed and 
signed in Kerala Stamp Paper of value 100 and Earnest 
Money Deposit 1 % of the total cost of articles tendered . 
Tenders without agreement and Earnest Money Deposit 
will be rejected. Detailed specifications will be issued 
along with the tender forms. 

- ചേർത്തല ഗവൺമെന്റ് പോളിടെക്നിക് കോളേജിലെ 
ഇലക്ട്രോണിക്സ് ആന്റ് ഇൻസ്ട്രമെന്റേഷൻ വിഭാഗത്തി 

ലേക്ക് ആവശ്യമായ ഇലക്ട്രോണിക്സ് ഉപക ര ണ ങ്ങൾ 
സപ്ലെചെയ്യുന്നതിന് മുദ്രവെച്ച ദർഘാസുകൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . 

BØPETOMỪ mmd- 291(91) 3 /2010 . 
croso . 08 - 3,78,500 . 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

630121008 800 + 4 % oğ . 

wszlcooğ 400 + 4% coğ . 
ദർഘാസ് ഫോറം വിതരണം ചെയ്യുന്ന അവ സാന 
000100 NOO1028 - 7 - 2011, 11 cm . 


- ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 28 - 7 - 2011, 3 മണി. 


(2) 


(3) 


TEMPERATURE MEASUREMENT 
SYSTEM 


ദർഘാസുകൾ തുറന്ന് പരിശോധിക്കുന്ന തീയതിയും 
സമയവും - 30 -7 - 2011, 11 മണി. 

ദർഘാസുകൾ രജിസ്റ്റേർഡ് തപാലിൽ ആവശ്യമുള്ളവർ 
അവയുടെ വിലയോടൊപ്പം 50 അധികം താഴെ ഒപ്പിട്ടിരിക്കുന്ന 
സമക്ഷം 23 - 7- 2011 വൈകിട്ട് 3 മണിക്കു മുമ്പായി മണിയോർഡർ 
ലഭിക്കത്തക്കവിധം അയയ്ക്കേണ്ടതാണ്. കൂടാതെ ദർഘാസുകൾ 
പിൻസിപ്പാൾ, ഗവൺ മെന്റ് പോളി ടെക്നിക് കോളേജ്, 
ചേർത്തല , ആലപ്പുഴ ജില്ല - 688 539, കേരള -യുടെ ഓഫീസിൽ 
നിന്നും നേരിട്ട് വാങ്ങാവുന്നതാണ്. 

ദർഘാസുകൾ സമർപ്പിക്കുന്ന കവറിന്റെ പുറത്ത്ദർഘാസ് 
നമ്പരും സ്വീകരിക്കുന്ന അവസാന തീയതിയും എഴുതിയിരി 
ക്കേണ്ടതാണ്. ചെക്കുകൾ, പോസ്റ്റേജ് സ്റ്റാമ്പുകൾ, ഡ്രാഫുകൾ 
മുതലായവ ദർഘാസുകളുടെ വിലയായി സ്വീകരിക്കുന്നതല്ല. 
ദർഘാസുകൾ കൈമാറാൻ അനുവദിക്കുന്നതല്ല. ദർഘാസുകൾ 
സമർപ്പിക്കു ന്ന വർ 100 വില യുള്ള മുദ പ ത ത്തിൽ 
എഗ്രിമെന്റ് ഒപ്പിട്ട് നൽകേണ്ടതും ദർഘാസുകൾ സമർപ്പിക്കുന്ന 
മൊത്തം വിലയുടെ 1 % നിരതദ്രവ്യം കെട്ടിവയ്ക്കേണ്ടതുമാണ്. 
എഗ്രിമെന്റും നിരതദ്രവ്യവുമില്ലാത്ത എല്ലാ ദർഘാസുകളും 
നിരസിക്കുന്നതാണ്. 


PT100 type RTD as a Temperature sensor 
3 Wire configuration 
Signal conditioner for RTD output 0 - 5V 
Built- in Instrumentation power supply 
Digital Indicator to display the temperature 
Water bath as heat source 
Thermometer to monitor the actual 
temperature 
TEMPERATURE MEASUREMENT 
SYSTEM — THERMISTOR 


5 


One negative temperature co -efficient 
type thermistor sensor 
Signal conditioner output:0 -5V 
Built in Instrumentation power supply 
Digital indicator 
Water bath as heat source 
Offset variable provision 
Thermometer provided to monitor the 
temperature 


LIST OF ITEMS 


Item with Specification 


Quantity 

Nos. 


- No . 


- (1 ) 


( 2 ) 


(3 ) 


6 PRESSURE MEASUREMENT SYSTEM 

U TUBE MANOMETER 


1 . 


1 


Flapper Nozzle system : One constant 
current source to vary the current 
(4 - 20mA ), Digital indicator, Electro 
pneumatic converter, Air Regulator 
cum Filter (0 .2- 1Kg/cm2) 
Level measurement system : A Dielectric 
principle type S . S plate capacitor trans 
ducer of height 300 mm , A Rust proof 
transparent level tank , Built -in instrument 
ation power supply, Signal conditioner 
for capacitive transducer , Digital 
indicator to display the output voltage , 
Logical diagram in the panel, Miniature 
connectors are provided to interface 

with u P ( or) PC, All the components 
are mounted in an attractive powder 

coated cabinet. 
3 TEMPERATURE MEASUREMENT 

SYSTEM 


7 


U Tube manometer of 
Range : 300mmwc, 
Body Material : MS with Powder coated 
Tube : Glass 
Mounting position : Vertical 
Foot pump to generate the pressure. 
Pressure tank of 5 litres capacity . 

Air regulator. 
Flow Measurement system 

Turbine type Flow sensor 
Pump for water circulation 
Rust proof water reservoir 
Rotameter (50 -500 ) LPH 
In -built Regulated Power Supply 
Digital display for indicating flow rate 
All equipments are mounted in an 
attractive powder coated frame with 
mimic diagrams 
Thermo couple type Iron - Constantan 
J type 
Thermo couple type Chromel - Alumel 5 
K type 
Thermocouple type Copper - Constantan 5 
Stop watch — accuracy 1/5 Second — Analog 5 
type 


8 


9 


Thermocouple as a temperature sensor 
One AD590 sensor for cold junction 
compensation 
Signal conditioner output: 0 -5V 
Built in Instrumentation power supp !y 
Digital indicator 
Water bath as heat source 
Offset variable provision 
Thermometer provided to monitor the 
temperature 


10 
11 


- ( 1 ) 


( 2 ) 


( 3) 


12 


The tender forms which are not accompanied by the 
agreement in Kerala Stamp Paper worth 100 and an 
Earnest Money Deposit of 1 % of the total cost of the 
items offered will be rejected . Outside firms, who desire to 
be supplied with Kerala Stamp Paper should send an 
additional amount of 100 along with cost of tender form . 
The tender forms can be obtained from the undersigned 
up to 1 p .m . on 26 -7 -2011 by cash and by money order up 
to 3 p . m . on 19 - 7-2011. 


Pneumatic control valve : Industrial type 1 
pneumatic control valve of size 1", Valve 

characteristics : Equal percentage, Globe 
type, with air regulator, positioner, 1/ P 
converter, Solenoid valve, limit switches , 
One constant current source to vary the 
current input (4 -20 mA) of I/P converter. 
Pressure and current indicators . All 
equipments should be mounted in an 
attractive powder coated frame with 
relevantmimic diagram . 
ECG simulator 
Heart rate 30 - 150 bpm 
ECG amplitude 150 -400 mV 
Audio and visual alarms 
Leads 12 leads 


13 


ഇടുക്കി- നാവ് ഗവൺമെന്റ് എഞ്ചി നീ യ റിംഗ് 
കോളേജിലെ ഇലക്ട്രിക്കൽ ആന്റ് ഇലക്ട്രോണിക് സ് 
എഞ്ചിനീയറിംഗ് ഡിപ്പാർട്ട്മെന്റിലെ മെഷീൻസ് ലാബിലേക്ക് 
ആവശ്യമായ ഉപകരണങ്ങൾ വിതരണം ചെയ്യുന്നതിലേക്ക് 
മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസുകളുടെ 
പുറത്ത് ദർഘാസ് നമ്പർ, ദർഘാസിന്റെ പേര്, ദർഘാസിന്റെ 
അ വ സാന തീയതി എന്നി വ യോടു കൂടി പ്രിൻസിപ്പാൾ, 
ഗവൺമെന്റ് എഞ്ചിനീയറിംഗ് കോളേജ്, പൈനാവ്, ഇടുക്കി, 
പിൻ -685 603 എന്ന വിലാസത്തിൽ ലഭിച്ചിരിക്കേണ്ടതാണ്. 

ദർഘാസ് നമ്പർ 21- 10 -P 1/ 343/11 . 

ദർ ഘാസ് സ്വീക രി ക്കുന്ന അവസാന തീയതിയും 
സമയവും 26 - 7 -2011 , 2 മണി. 

ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 26- 7- 2011, 
2.30 മണി. 


14 


EEG trainer 
Channels 1, Gain control — variable , 
Frequency response 0 .1 Hz- 3 KHz, 
CMRR > 80 dB 
Electrodes Silver surface electrodes 
Temperature Process Control Station 
Furnace , Thermocouple , PID Controller , 
Interfacing card , Digital — 8 inputs , 
8 outputs, Analog - 2 inputs , 2 outputs , 
Software Windows supporting 


15 


ഒറി ജി നൽ ദർഘാ സു ക ളുടെ വില 300 + വാറ്റ്, 
ഡ്യൂപ്ലിക്കേറ്റ് ദർഘാസുകൾക്ക് 150 + വാറ്റുമായിരിക്കും. 
അപൂർണ്ണവും വൈകിക്കിട്ടിയതുമായ ദർഘാസുകൾ യാതൊരു 
കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ, സന്നിഹിത 
രായിരിക്കുന്ന ദർഘാസുകാരുടെയോ, അധികാരപ്പെടുത്തി 
യിരിക്കുന്ന പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാ 
യി രി ക്കും . ചെക്ക്/ ഡാഫ്റ്റ് / പോസ്റ്റൽ ഓർഡർ ഇ വ 
സ്വീകാര്യമല്ല . മറ്റ് വിവരങ്ങൾ ഓഫീസിൽ നിന്നും ലഭ്യമാണ്. 


Government Polytechnic College , 
Cherthala . 


(Sd.) 
Principal. 


TENDER EXTENSION NOTICE 


No . P1/ 343 - 11/ EE . 

| 15th June 2011 . 
Sealed tenders are invited for the purchase of 
Equipments for Machine Lab of Electrical and Electronics 
Engineering Department of Government Engineering 
College , Painavu , Idukki. The envelope containing the 
tenders superscribed with the Number, Name of tender 
and Due date for the tender must be addressed to the 
Principal, Government Engineering College, Painavu , 
Idukki. 

Tender No- 21/10 (P1/ 343/ 11 / EE ). 


സാധ ന ങ്ങ ളുടെ മൊത്തം വില യുടെ ഒരു ശതമാനം 
നിരതദ്രവ്യം, 100 - ന്റെ കേരള സർക്കാർ മുദ്രപ്പത്രത്തിൽ ഒപ്പിട്ട 
ഉടമ്പടിയും ദർഘാസിന്റെ കൂടെ സമർപ്പിക്കേണ്ടതാണ്. സംസ്ഥാ 
നത്തിനു പുറത്തുള്ള സ്ഥാപനങ്ങൾ, ഉപകരണങ്ങൾ വിതരണം 
ചെയ്യുവാൻ ആഗ്രഹിക്കുന്നപക്ഷം ദർഘാസ് വിലയ്ക്കു പുറമെ 
കേരള സർക്കാരിന്റെ മുദ്രപത വില യാ യ 
100 കൂടി അടയ്ക്കേണ്ടതാണ്. ദർഘാസുകൾ 26 - 7 - 2011 
ഉച്ചയ്ക്ക് 1 മണിവരെ നേരിട്ടും 19 -7- 2011 വൈകുന്നേരം 3 മണി 
വരെ മണിയോർഡർ അയച്ചാൽ തപാൽ വഴിയും താഴെ ഒപ്പിട്ടി 
രിക്കുന്ന ഓഫീസറിൽ നിന്നും ലഭിക്കുന്നതാണ്. 


Government Engineering College , 
Painavu , Idukki, Kerala . 


(Sd.) 
Principal . 


SHORT TENDER NOTICES 


- Last date and time of receipt of tender - - 26 - 7- 2011 , 
2 p . m . 

Opening date and time of tender - 26 - 7 - 2011 , 
2.30 p. m . 

- Cost of tender form is 300 + VAT by cash for 
original and 150 + VAT for duplicate. Belated Tenders 
will not be accepted . The tenders will be opened in the 
presence of such tenderers or their authorized 
representatives who may be present at that time. Cheque , 
Drafts , Postal Orders are not acceptable . Further details 
can be had from the Office . 


(1 ) 


No . D2/2670/2011. 

| 19th May 2011. 
Tenders, sealed with sealing wax are invited for the 
supply of equipments of Civil Engineering Department 
of Government Engineering , College , Thrissur. 


Tenders should be superscribed as “ Tender 
No. D2/ 12 /2011 - 12 for the supply of equipments for 
Civil Electrical Engineering Department and addressed to 
Principal, Government Engineering College, Thrissur, Kerala . 
The last date for the receipt of tender is 14 -7 - 2011, 2 p .m . 
The tenders will be opened at 11 a . m . on 15 - 7 - 2011 in the 
presence of such tenderers or their authorised 
representatives who may be present at that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal , Government Engineering College , 
Thrissur on cash remittance of 832 + Postal Charge the 
price fixed for requisite tender form . Duplicate forms if 
required , will be issued at 416 per copy . Tender forms are 
not transferable . The sale of tender forms will be closed at 
12 noon on 14 -7 - 2011 . 

Cost of tender forms should be remitted either in 
Cash or by Money Order 832 + Postal Charges. No other 
payments through Cheques , Postage Stamps , Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by VPP. 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders . 
No advance payments will be given . Tenders without 
Earnest Money Deposit will not be accepted . 


No. D1/2668 /2011 . 

21st May 2011. 
Tenders, sealed with sealing wax are invited for the 
supply of F Tube 40W /4ft etc . for Electrical Engineering 
Department of Government Engineering College , Thrissur. 

Tenders should be superscribed as “ Tender 
No. D1/ 14 / 2011 - 12 for the supply of equipments for 
Electrical Engineering Department of this College and 
addressed to the Principal, Government Engineeing 
College , Thrissur, Kerala. The last date for the receipt of 
tender is 14 - 7 - 2011 , 2 p .m . The tenders will be opened at 
11 a. m . on 15 -7 - 2011 in the presence of such tenderers or 
their authorised representatives who may be present at 
that time. 

Intending tenderers may obtain the requisite tender 
form from the Principal , Government Engineering College , 
Thrissur on cash remittance of 520 the price fixed for 
requisite tender form . Duplicate form if required will be 
issued at 260 per copy . Tender forms are not 
transferable . The sale of tender forms will be closed 
at 12 noon on 14 -7 -2011 . 

Cost of tender forms should be remitted either in 
Cash or by Money Order 520 + Postal Charges. No other 
payments through Cheques, Postage Stamps , Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by VPP. 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders . 
No advance payments will be given . Tenders without 
Earnest Money Deposit will not be accepted . 


No . D1/2667 /2011. 

21st May 2011. 
Tenders , sealed with sealing wax are invited for the 
supply of 1 / 18 PVC Aluminium Wire etc . to Electrical 
Engineering Department of Government Engineering 
College, Thrissur. 

Tenders should be superscribed as “ Tender 
No . D1/ 13 / 2011 - 12 for the supply of consumables for 
Electrical Engineering Department of this College and 
addressed to the Principal, Government Engineering 
College , Thrissur, Kerala . The last date for the receipt of 
tender is 14 -7 - 2011, 2 p .m . The tenders will be opened at 
11 a. m . on 15 - 7 - 2011 in the presence of such tenderers or 
their authorised representatives who may be present at 
that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal, Government Engineering College, 
Thrissur on cash remittance of 312 the price fixed for 
requisite tender form . Duplicate form if required will be 
issued at 156 per copy . Tender forms are not 
transferable. The sale of tender forms will be closed 
at 12 noon on 14 - 7 - 2011 . 

Cost of tender forms should be remitted either in 
Cash or by Money Order 312 + Postal Charges. No other 
payments through Cheques, Postage Stamps , Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by VPP. 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders . 
No advance payments will be given . Tenders without 
Earnest Money Deposit will not be accepted . 


No. D1/2938 /2011 . 

21st May 2011. 
Tenders, sealed with sealing wax , are invited for the 
supply of Pedestal Fan for Electrical Engineering Depart 
ment of Government Engineering College, Thrissur. 

Tenders should be superscribed as “ Tender 
No. D1/ 16 / 2011 - 12 for the supply of equipments for 
Electrical Engineering Department of this College and 
addressed to the Principal, Govt. Engineering College , 
Thrissur, Kerala . The last date for the receipt of tender is 
18 -7 - 2011, 2 p. m . The tenders will be opened at 11 a .m . on 
19 - 7 - 2011, in the presence of such tenderers or their 
authorized representative who may be present at that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal, Govt. Engineering College , 
Thrissur on cash remittance of 416 the price fixed for req 
uisite tender form . Duplicate form if required will be issued 
at 208 per copy. Tender forms are not 
transferable . The sale of tender forms will be closed at 
12 noon on 18 -7 -2011 . 

Cost of tender form should be remitted either in Cash 
or by Money Order 416 + Postal Charge. No other 
payments through Cheques , Postage Stamps , Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by VPP. 


The offer should be valid for a minimum period of six 
months from the date of opening the tenders . No 
advance payments will be given . Tenders without EMD 
will not be accepted . 


Cost of tender form should be remitted either in Cash 
or by Money Order 416 + Postal Charge . No other pay 
ments through Cheques, Postage Stamps , Postal Orders or 
Demand Drafts will be accepted towards the cost of tender 
forms. The forms will not be sent by VPP . 

The offer should be valid for a minimum period of six 
months from the date of opening the tenders . No 
advance payments will be given . Tenders without EMD 
will not be accepted . 


Government Engineering 
College , Thrissur. 


(Sd.) 
Principal. 


No . D1/2937 /2011. 

24th May 2011 . 
Tenders, sealed with sealing wax are invited for the 
supply of equipments for Electrical Engineering Department 
of Government Engineering College , Thrissur. 

Tenders should be superscribed as “Tender No . D1/15 / 
2011- 12 for the supply of equipments for 
Electrical Engineering Department of this College and 
addressed to the Principal, Govt. Engineering College , 
Thrissur, Kerala . The last date for the receipt of tender is 
18 -7 - 2011 , 2 p.m . The tenders will be opened at 11 a.m . on 
19 - 7 - 2011 in the presence of such tenderers or their 
authorized representatives who may be present at that time. 

Intending tenderers may obtain the requisite tender 
form from the Principal, Govt. Engineering College , 
Thrissur on cash remittance of 416 the price fixed for req 
uisite tender form . Duplicate form if required will be issued 
at 208 per copy. Tender forms are not 
transferable . The sale of tender forms will be closed at 
12 noon on 18 -7 -2011 . 

Cost of tender form should be remitted either in 
Cash or by Money Order 416 + Postal Charge. No other 
payments through Cheques , Postage Stamps, Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by VPP. 

The offer should be valid for a minimum period of six 
months from the date of opening the tenders . No 
advance payments will be given . Tenders without EMD 
will not be accepted . 


SHORT TENDER NOTICE 
No. C -3352/ 2011 . 

16th June 2011 . 
Sealed tenders are invited for the supply of 
Equipments for Electrical and Electronics Department of 
Maharaja s Technological Institute , Thrissur. The tenders 
should be superscribed as Tender No. 1/2011- 12 due on 
28 -7 - 2011 at 3 p . m . and addressed to The Principal, 
Maharaja s Technological Institute , Thrissur - 20 . Late 
tenders will not be accepted . The tenders will be opened 
on 11 a . m . on 29 -7 -2011 in the presence of such of the 
tenderers or their authorized agents, who may be present 
at that time. 


LIST OF ITEMS 


Sl. 


Item with Specification 


Qty . 


No . 


Nos. 


1 CRO (20 MHz) 

Analog Oscilloscope CRO with 20 MHZ 
2 channel four trace with computer 
interface 


(6 ) 


2 


3 


No. D1/2940 /2011. 

24th May 2011 . 
Tenders, sealed with sealing wax , are invited for the 
supply of Portable Moving Iron , AC Voltmeter etc . for 
Electrical Engineering Department of Government 
Engineering College, Thrissur. 

Tenders should be superscribed as Tender No. D1/ 17 / 
2011 - 12 for the supply of equipments for 
Electrical Engineering Department of this College and 
addressed to Principal , Govt. Engineering College , Thrissur, 
Kerala . The last date for the receipt of tender is 
18 -7 -2011 , 2 p . m . The tenders will be opened at 11 a.m . on 
19 - 7 - 2011 in the presence of such tenderers or their 
authorized representatives who may be present at that time. 


Dual Trace CRO ( 30 MHz) 

Bandwidth DC -30MHz (- 3db ) coupling 
ac/ ground /DC safe voltage 500V . Trigger 
source alt line external, sweep mode auto 
trig lock single type, sweep rate 0 . 1 micro 
second /div 20step magnification * 5 +/-5 % , 
single i/p x - CH1, Y -CH2 auto sweep circuit, 
sensitivity 05V /div , Lowest sweep rate 10 
second /div . component tester built in single 
tech , Calibrator operator 1KHz square 
wave (.2Vpp ) for probe compensation , 
Power supply 230V + /- 10 % , 50Hz AC 
supply, continuity tester with beeper, 
maximum i/p voltage 300 V rms, i/p 
impendance 1Mv, Accessories two 10x 
probes, 2BNC -BNC cables , power chord . 


Intending tenderers may obtain the requisite tender 
form from the Principal, Govt. Engineering College , Thrissur 
on cash remittance of 416 the price fixed for requisite 
tender form . Duplicate form if required will be issued at 
208 per copy. Tender forms are not 
transferable . The sale of tender forms will be closed at 
12 noon on 18 -7 -2011 . 


Tender forms can be obtained from the College Office 
on every working day between 10 a. m . and 2 p . m . The 
cost of tender form is 416 (400 + VAT). Those who need 


- tender forms by post will have to send 456 [ 416 + 40 
(Postal Charge) ] by Money Order only to The Principal, 

Maharaja s Technological Institute , Thrissur - 20 . Duplicate 
tender forms if required will be issued at 208 (200 + VAT ). 
The cost of tender forms is not refundable. An agreement 
on Stamp Paper worth 50 will have to be executed along 
with the tendered amount is to be deposited as EMD vide 
DD along with the tender. The approximate cost of the 
items comes to 1,51, 128 . 


Maharaja s Technological 
Institute , Thrissur-20 . 


(Sd.) 
Principal. 


- കോഴിക്കോട് ഗവൺമെന്റ് എഞ്ചിനീയറിംഗ് കോളേജിലെ 
അപ്ലൈഡ് ഇലക്ട്രോണിക്സ് ആന്റ് ഇൻസ്ട്രമെന്റേഷൻ 
എഞ്ചിനീയറിംഗ് വിഭാഗത്തിലെ ഇലക്ട്രിക്കൽ വർക്ക്ഷോപ്പി 
ലേക്ക് ആവശ്യമായ ഉപകരണങ്ങൾ വിതരണം ചെയ്യുന്ന 
തിലേക്കായി ക്ഷണിച്ച ദർഘാസ് നമ്പർ പി1/ 13 / 2010 - 11 ചില 
സാങ്കേതിക കാരണങ്ങളാൽ 19 - 7 - 2011, 3 മണിവരെ ദീർഘി 
പ്പിച്ചതായി അറിയിച്ചുകൊള്ളുന്നു . 

ദർഘാസ് നമ്പർ - - പി. 1/13 / 2010 - 11. 
അടങ്കൽ തുക -- 37,790. 

ദർഘാസ് സമർപ്പിക്കുന്ന കവറിനു മുകളിൽ ദർഘാസ് 
നമ്പർ പി1 / 13 / 2010 - 11 തീയതി, 19 - 7 - 2011 ഇവ രേഖപ്പെടുത്തി 
താഴെ ഒപ്പിട്ട ഉദ്യോഗസ്ഥന് 19 - 7 - 2011 - ന് 3 മണിക്കുമുൻപ് 
സമർപ്പിക്കേണ്ടതാണ്. താമസിച്ചു കിട്ടുന്ന ദർഘാസുകൾ 
പരിഗണിക്കുന്നതല്ല. ദർഘാസുകൾ 20 - 7 -- 2011 - ന് രാവിലെ 
11 മണിക്ക് ദർഘാസുകൾ സമർപ്പിച്ച് ആളുകളുടെ 
സാന്നിദ്ധ്യത്തിൽ ആധികാരികമായി തുറക്കുന്നതാണ്. 

- ദർ ഘാസുകൾ ആവശ്യമുള്ളവർ 416 ( നികു തി 
ഉൾപ്പെടെ) വില നൽകി ദർഘാസ് ഫാറങ്ങൾ വാങ്ങേണ്ടതാണ്. 
18 - 7 - 2011 - ന് ഉച്ചയ്ക്ക് 2 മണി വരെ ദർഘാസ് ഫോറങ്ങൾ 
വാങ്ങാവുന്നതാണ്. ദർഘാസ് ഫോറങ്ങൾ യാതൊരു 
കാരണവശാലും കൈമാറ്റം ചെയ്യുവാൻ പാടുള്ളതല്ല. ചെക്ക്, 
ഡാഫ്റ്റ്, പോസ്റ്റേജ് സ്റ്റാമ്പ് തുടങ്ങിയവ സ്വീകരിക്കുന്നതല്ല. 
വി . പി . പി . ആയി ദർഘാസ് ഫോറങ്ങൾ അയയ്ക്കുന്നതല്ല. 
ഡ്യൂപ്ലിക്കേറ്റ് ദർഘാസ് ഫോറങ്ങൾ ആവശ്യമുള്ളവർ ഒരു 
പ്രതിക്ക് 208 ( നികുതി ഉൾപ്പെടെ) കൂടി അയക്കേണ്ടതാണ്. 

- ദർഘാസ് നിയമമനുസരിച്ച് ദർഘാസ് സമർപ്പിക്കുമ്പോൾ 
ദർഘാസിനോടൊപ്പം 100 വിലയുള്ള കേരളമുദ്രപ്പത്രത്തിൽ 
സമ്മതപത്രവും 1 % നിരതദ്രവ്യവും വയ്ക്കേണ്ടതാണ്. സമ്മത 
പത്ര വും നിര ത ദ വ്യവും ഇല്ലാത്ത ദർഘാസുകൾ 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ തപാൽവഴി ആവശ്യമുള്ളവർ 
അസ്സൽ 466 - പക ർപ്പിന് 258 - 0 മണിയോർഡറായി 
പിൻസിപ്പാൾ, ഗവൺമെന്റ് എഞ്ചിനീയറിംഗ് കോളേജ്, 
വെസ്റ്റ്ഹിൽ പി . ഒ ., കോഴിക്കോട്- 673 005 എന്ന പേരിൽ 
അയച്ചുതരേണ്ടതാണ്. കേരളത്തിന് പുറത്തുള്ള കമ്പനിക്കാർക്ക് 
കേരള മുദ്രപത്രം ആവശ്യമാണെങ്കിൽ ദർഘാസ് ഫോറത്തിന്റെ 
വിലയോടൊപ്പം 75 കൂടി അധികമായി അയയ്ക്കേണ്ടതാണ്. 


SHORT TENDER EXTENSION NOTICE 
No . P1/ 2533/2010 / AEL. 

22nd June 2011 . 
Due to some technical reasons, the last date for 
Tender No . P1/ 13 /2010 -11 due on 9-6 -2011 at 3 p.m . for the 
purchase of equipments for the Electrical Workshop of 
AE & I Engineering Department to Government Engineer 

n 
College, Kozhikode is hereby extended up to 19 -7 -2011 
at 3 p .m . 

Tender No. - P1/ 13/2010 -11. 
Total Cost - -- 37, 790 . 

The tenders should be superscribed as Tender 
No . P1/ 13 / 2010 - 11 due on 19 - 7 -2011 at 3 p . m . and 
addressed to the undersigned to reach her before 
19 -7 - 2011 at 3 p.m . Late tenders will not be accepted . The 
tenders will be opened at 11 a .m . on 20 - 7 - 2011 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may on application to the 
undersigned to obtain the requisite tender forms on which 
tenders should be submitted . Application for the tender 
form should be accompanied by a cash remittance of 

416 , including VAT which is the price fixed for the same 
and which is non -refundable under any circumstances. 
The tender forms are not transferable . Sale of tender form 
will be closed at 2 p . m . on 18 - 7 - 2011. Drafts , Cheques, 
Postage Stamps etc . will not be accepted towards the cost 
of forms, nor will the form be sent per V .P .P . Duplicate 
tender forms, if required will be issued at 208 including 
VAT per copy. 

As per tender condition the tenderer should send 
along with his tender an agreement executed and signed in 
Kerala Stamp Paper of value 100 and an EMD of 1 % of 
the total cost of the articles tendered . Tenders without 
agreement and EMD will be rejected . Those who want the 
tender form by post should send 466 for Original and 
| 258 for Duplicate including VAT by Money Order to the 
undersigned . Outside firms who desire to get Kerala Stamp 
Paper should send an additional amount of 75 along 
with the cost of tender forms. 


Government Engineering College , 
Kozhikode . 


( Sd.) 
Principal. 


